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B8TXMAT& OF COST OF aL'uJHIH mniiim TOWJBR & srr , 

B 5 ELBO 0 HKE. 


•c: onetr.it * 
ion Flight* 


Additional 

coot deiro] - 

OptdGII in 1 

open t ion id „ 


Additional 
cost commerc 
ial oper¬ 
ations. 




Clearing sit© JOO acres 

;.Oiid - f liiile 


) 


J 


rtitar Supply - 2 lies b^ pip© 


j criiianont upply * 4£ mile© 


£ 

30 p 000 


4 * JOO 


4*500 


j a por&ry electric power station 125 :w. 0,000 


ble ~ $• mil© 

or 4i mile© from Tom Supply 


Airship Tower structure 
do Hoad 


1,100 


40*000 


20,000 
11,000 


inchcB 2-75 h*p* each-lei!ere Motors 7*000 


ilemote Control and Lift 


natch Block Anchorage and Sundries 


Hydrogen £lant, silicol 

30,000 cubic feet per hour 


do additional units 

do .:atcr,Gux. output 3,000,000 
cub.ft* per week 
1,000,COO cubic ft, s tOi'LH;© 


3,000 


41*000 


10,000 


cco. j-iodation 

i-eruonnel, 4flee feuildin^n etc. 


Airship £>hed 850 1 x l8o f x 170 f 
Railway Siding - 5 miles 


SAY> 


Tents 
on loan 


103,000 


27,000 
103,000 


105,000 135,000 



£ 


9 ,000 


14,000 


80,000 


20,000 


123,000 

130,000 


253.000 


200,000 
40, t.00 


493,000 


£500,000 

































